To:  Bahrman,  SarahfBahrman. Sarah@epa.gov] 

From:  Jenkins,  Laura  Flynn 

Sent:  Mon  8/10/2015  11:07:51  PM 

Subject:  RE:  ACTION  REQUIRED:  Pop  of  DW  Systems  Shut  Down 


Now  © 


Laura  Jenkins 
Media  Officer 
USEPA-Region  8 
1595  Wynkoop  St. 
Mailcode:  8-OC 
Denver,  CO  80202 
Landline:  303-312-6256 
Cell:  202-360-8453 
Fax:  303-312-6961 


From:  Bahrman,  Sarah 

Sent:  Monday,  August  10,  2015  4:49  PM 

To:  Jenkins,  Laura  Flynn 

Subject:  Re:  ACTION  REQUIRED:  Pop  of  DW  Systems  Shut  Down 


I can  get  it.  What's  your  timeframe? 


On  Aug  10,  2015,  at  4:47  PM,  Jenkins,  Laura  Flynn  <Jenkins. Laura@,epa. gov>  wrote: 
<image001  ,jpg> 

Sarah: 


We  were  asked  what  the  population  is  of  the  DW  systems  that  are  closed  as  a result  of  the 
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Gold  King  Mine  release.  Do  you  have  this  information  and,  if  not,  can  you  get  it? 


Thanks, 

Laura  Jenkins 
Media  Officer 
USEPA-Region  8 
1595  Wynkoop  St. 
Mailcode:  8-OC 
Denver,  CO  80202 
Landline:  303-312-6256 
Cell:  202-360-8453 
Fax:  303-312-6961 
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